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Fig, 2.2. Left-hand portion of front panel. Drilling details, 
layout of components, and panel engraving. (Below the 
broken line, there are two further sections, each a replica 
of "Summer I") 
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Fig. 2.1. UNI T "A" front panel. Overall dimensions and sectional dividing lines 
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